Omega C760 Dichroic & Diffusion 


Lamphouse Light Seal 


| 112mm | 


100mm 


Use 3mm open cell foam with adhesive backing. 


To extend life of the light seal, insert carrier in a downward angle with pressure 
on the spring-loaded plate. Remove while applying the same pressure and angle. 


Print template at 100% / Actual Size 
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